Subject: I1st & Central - Azusa Street 

From: "Masami Fukuhara" <masamiføttta.com> 

Date: 6/14/18, 11:31 AM 

To: 'Nate Hayward'; "Yukio & Lilian Kawaratani'; "Kristin Fukushima'; 'Leslie Ito'; 'Chris Aihara'; 'Scott Oshima'; 
'Grant Sunoo'; 'Joshi, Milind'; "'Roybal, Dolores'; 'Joanne Kumamoto'; 'Ellen Endo'; 'James Okazaki' 

CC: Ted Tanaka; Trisha Murakawa; 'Gayle Greenberg'; Jennifer Salazar 


Good Morning all, 


Thank you very much for attending the meeting yesterday. As per your request, attached please find the light level readings we had back in 
2017 for your review. Looking forward to seeing you all at the next workshop. 


Best regards, 


Masami Fukuhara, LEEDP AP 
Project Manager / Architect CA +C 25507 


TED TOKIO TANAKA ARCHITECTS 
11307 HINDRY AVENUE, Suite C 

LOS ANGELES, CA 90045 

T. 310-484-1800 x109 

F. 310-484-0188 


E: masamifættta.com 


W: www.ttta.com 


P please consider the environment before printing this e-mail. 


From: Ashley Yin <ayinGlightingdesignalliance.com> 
Sent: Thursday, June 14, 2018 9:22 AM 

To: Masami Fukuhara <masamifættta.com> 

Cc: Laura Wu <lwu&lightingdesignalliance.com> 
Subject: list & Central - Azusa Street 


Hello Masami, 


Please see attached report we provided back in 2017 with light level readings. The light levels were not too low to be 
accepted. And is not much lower than the plaza across the street. But the stores on one side of the street are closed at night 
which makes it appears darker and less inviting. 


Ashley Yin, LC A.IES LEED? AP 
Fr 

SENIOR DESIGNER 
AvinGLightingDesignAlliance.com 


LIGHTING DESIGN ALLIANCE 
CELEBRATING 25 YEARS OF DESIGN EXCELLENCE 
2830 Temple Avenue, Long Beach, CA 90806 

D: 562-326-5825 O: 562-989-3843 

LOS ANGELES | www.LightingDesigqnAlliance.com 


Please Note: From June 1St until August 31St, Lighting Design Alliance will be closed Friday afternoons. We can be available during this time by 
prior arrangement. 


The information contained in this email and any additional attachments is confidential and may be legally 
privileged. If you are not the intended recipient then you must not use, disseminate, distribute or copy any 
information contained in this email or any attachments. If you receive this email in error , please destroy it 
immediately and contact Lighting Design Alliance, Inc. 


e Attachments-266/LDA Azusa Street Site Survey Report 20170829.pdf 


